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TEXAS ASSOCTATION OF MUSIC 


SENIOR COLLEGES- 


Abilene Christian College 
Abilene, Texas 

Leonard Burford, Ed. D. 

Chairman, Dept. of Music 


Austin College 

Sherman, Texas 

, M.M,., Chairman 
Department of Music 
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Baylor University 

Waco, Texas 

Danie! Sternberg, Attist Diploma 
Dean, School of Music and Fine Ar 


University of Corpus Christi 
Corpus Christi, Texas 
William C, Martin, Ed, D. 
Chairman, Dept. of Music 


East Texas Baptist College 
Marshall, Texas 

Dexter Riddle, B.M., M.S.M., 
Chairman Music Department 


East Texas State Teachers 
College 

Commerce, Texas 

James Richards, Ph. D. 
Chairman, Dept. of Music 


Hardin-Simmons University 
Abit me, Texas 

William S. Mathis, Ph.D. 

Director, School of Music 


Howard Payne College 
Brownwood, Texas 
H.Grady Harlan, Ph.D., Mus.D. 


Chairman, Division of Music 


Incarnate Word College 

San Antonio, Texas 

Sister M. Agnesine, B.M., M.M. 
Chairman, Dept. of Music 


Lamar State College of 
Technology 

Beaumont, Texas 

George M. Parks, M.A. 

Chairman, Dept. of Music 


Mary Hardin Baylor College 
Belton, Texas 

J. Campbell Wray, B.M., 
M.A., Mus.D., Director 
Dept. of Music 


McMurry College 
Abilene, Texas 
Richard C. von Ende, Ph.D. 


Chairman, Div. of Fine Arts 


Midwestern University 

Wichita Falls, Texas 

Erno Daniel, Ph.D. 

College of Fine Arts 


Chairman, 


Midwestern University 

Wichita Falls, Texas 

Erno Daniel, Ph.D. 

Chairman, College of Fine Arts 


North Texas State College 
Denton, Texas 
W.H. Hodgson, 8.M., Ph.D. 


Dean, School of Music 


Our Lady of the Lake College 
San Antonio, Texas 

Sister Lucy Marie, M.M. 
Director, Department of Music 
Prairie View A. and M. 
Prairie View, Texas 

R. Von Carlton, Ph.D. 
Chairman, Dept. of Music 





Sacred Heart [ sminican 
College 

Houston, Texas 

Floyd D, Funk, Ph.D. 


Director, Dept of Music 


Sam Houston State College 
Huntsville, Texas 
William Lee, Ph.D. 
Chairman, Dept. of Music 


Southern Methodist University 
Dallas, Texas 

Orville J. Borchers, B.M., M.A 
Ph.D., Dean, School of Music 


Southwest Texas State College 
San Marcos, Texas 

Mary G. Buchanan, M.A. 
Acting Head, Dept. of Music 


Southwestern Baptist Seminary 
Fort Worth, Texas 

T.W. (Jack) Dean, Ph.D. 
Acting Dean, School of Music 


Southwestern University 

Georgetown, Texas 

John D. Richards, BFA. 
MMEd., Dean, 

School of Fine Arts 


Stephen F. Austin State 
College 

Nacogdoches, Texas 

Frederick Baumgartner, M.M. 

Head, Dept. of Music 


Sul Ross State College 

Alpine, Texas 

Glen Francis Davis, B.S., M.A. 
Chairman, Dept. of Music 


Texas Christian University 
Fort Worth, Texas 

Michael Winesanker, Ph.D. 
Chairman, School of Music 


Texas College of Arts & Industries 
Kingsville, Texas 

Preston Stedman, Ph.D. 

Chairman, Deot. of Fine Arts 


Texas Lutheran College 
Seguin, Texas 

James A. Tarver, B.M., M.M. 
Chairman Div. of Music 


Texas Southern University 
Houston, Texas 

Nicholas L. Gerren, Ph.D. 
Head Music Dept. 


Texas Woman’s University 
Denton, Texas 

J.W. Eberly, Ph.D., 
Director Dept. of Music 


exes Technological College 
Lubbock, Texas 
Gene L. Hemmle, Ed. D. 
Head, Dept. of Music 


Texas Wesleyan College 
Fort Worth, Texas 

Donald W. Bellah, Ph.D. 
Chairman, Dept. of Music 


Texas Western College 

El Paso, Texas 

E.A. Thormodsgoard, Ed. D. 
Chairman, Dept. of Music 


Trinity University 

San Antonio, Texas 
Frank C. Hughes, Ph.D. 
Chairman, Dept. of Music 


University of Texas 

Austin, Texas 

E. William Doty, B.M., Ph. D. 
Dean, College of Fine Arts 


University of Houston 
Houston, Texas 

Merrils Lewis, Ph.D. 
Chairman, Dept. of Music 


Wayland Baptist College 
Plainview, Texas 
William E. Stewart, B.M., 
M.M., Chairman, 
Department of Music 


West Texas State College 
Canyon, Texas 

M.J. Newman, M.A. 
Chairman, Dept. of Music 


JUNIOR COLLEGES 


Amarillo College 

Amarillo, Texas 

Lloyd Patten, B.A., B.M., M.M. 
Chairman, Music Dept. 


Arlington State College 
Arlington, Texas 

Cothburn O’Neal, M.A., Ph.D. 
Chairman, Div. of Fine Arts 


OFFICERS 


DR. H. GRADY HARLAN .. 


OR. JW ERR Ret oc cass 
DR. DONALD W. MORTON . 
DR. ORVILLE BORCHERS 


Tree r rere Secretary 


ate ee eee Past President 


DIRECTORS 


OR. E. Wa DOTY oc ccsee 


DR. JAMES RICHARDS... 


DR. ERNO DANIEL..... 


eT Te eee Director 


Fe ee ee Director 
Director 


SCHOOLS 


Blinn Junior College 
Brenham, Texas 

Mrs. J.C. Lauderdale, M.M. 
Choirman, Dept. of Music 


Cisco Junior College 
Cisco, Texas 

R.B. Golemon, M.A. 
Chairman Dept. of Music 


Decatur Baptist College 
Decatur, Texas 

Clyde J. Garrett, Mus.D. 
Chairman, Mus Dept. 


Del Mar College 

Corpus Christi, Texas 

C. Burdette Wolfe, M.M. 
Chairman, School of Music 


Kilgore College 
Kilgore, Texas 
Bernhardt Tiede, M.M.E. 
Chairman, Dept. of Music 


Odessa College 

Odessa, Texas 

Lester R. Webel, M.A. 
Chairman, Dept. of Music 


Paris Junior College 
Paris, Texas 

Thomas L. Noblitt, B.A. 
Chairman, Dept. of Music 


Ranger Junior College 
Ranger, Texas 

H.A. Lotspeich, M.M. 
Head, Dept. of Music 


San Angelo College 
San Angelo, Texas 
J.D. Davis, M. Ed. 
Act. Chmn., Dept. of Music 


San Antonio Junior College 
San Antonio, Texas 
Marjorie T. Walthall, Ed. D. 
Chairman, Dept. of Music 


Tarleton State College 
Stephenville, Texas 

Donald W. Morton, M.M., Mus.D., 
Head, Div. Music and Fine Arts 


Temple State College 
Temple, Texas 

Mrs. Robert Marshall, B.A. 
Chairman, Dept. of Music 


Tyler Junior College 
Tyler, Texas 

Joseph Kirshbaum, M.M. 
Head, Dept. of Music 


Wharton County College 
Wharton, Texas 

John R. Hunter, M.A. 
Chairman, Dept. of Music 


CONSERVATORIES 


Musical Arts Conservatory 
Amarillo, Texas 

Robert E. Hoffman, M.M. 
President, Dept. of Music 


Fort Worth Conservatory 
Fort Worth, Texas 
Jeanette Tillett, 
President 


Houston Conservatory 
Mozart Hammond, B.M. Ed. 
President 

Houston, Texas 


Texas School of Fine Arts 
Austin, Texas 

Miriam Gordon Landrum, 
President 
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TEXAS MUSIC EDUCATORS 
ASSOCIATION 


DR. N. G. PATRICK, President. 
3103 Oakmont, Austin, Texas. 
ROBERT L. RENFROE, Vice-Pres. 
State Band Chairman, Box 827, Texas 
City, Texas. 
LOUIS U. KROMMINGA, Vice-Pres. 
State Orchestra Chairman, 1608 
Weathersfield Road, Austin, Texas. 
CHARLES W. NELSON, Vice-Pres. 
State Vocal Chairman, 1035 South 
12th, Edinburg, Texas 
MRS T. Jj. LOVETT, Vice-Pres. 
Elementary Chairman, 4810-15th St., 
Route 5, Lubbock, Texas. 
DR. W. H. HODGSON, Vice-Pres. 
College Division Chairman, North 
Texas State College, Denton, Texas. 
ED HATCHETT, Immed. Past Pres. 
567 North McCollough, San Benito. 
ROBERT E. FIELDER, Mgr. of Exhi- 
bits, 1419 Minter Lane, Abilene, Tex. 
D. O. WILEY, Executive Secretary, 
Box 3038, Ellwood Station, Lubbock, 
Texas. 

EX OFFICIO MEMBERS 
F.W. SAVAGE, State Director, 
Music Competition Festivals. 
DR. V. J. KENNEDY, Dir. of Cur- 
riculum, State Education Agency. 


TEXAS MUSIC TEACHERS 
ASSOCIATION 


RACHEL KENT, President, 2319 
Calder, Beaumont, Texas. 

DR. ROY J. JOHNSON, ist. Vice- 
President. 2405 Bridle Path, Austin, 
Texas. 

ELIZABETH MORRIS, 2nd. Vice- 
President, 3504S. Polk St., Amarillo, 
Texas. 

JOSEPH KIRSHBAUM, Secretary, 
Tyler Junior College, Tyler, Texas. 
RUBY KATE LAWRENCE Permanent 
Secretary-Treasurer, Emeritus, 5945 
Palo Pinto, Dallas, Texas. 


TEXAS BANDMASTERS 
ASSOCIATION 


ARNOLD BACA, President, North 
Shore Jr. High School, 2225 8th St. 
Galena Park, Texas. 

PAT PATTERSON, list. Vice-Pres. 
Sweetwater High School, Sweet- 
water, Texas. 

FRED PRENTICE, 2nd. Vice-Pres. 
Rankin High School, Rankin, Texas. 
BOBBY GEISLER, Sec.-Treas. 
Burbank High School. 206 Linares, 
San Antonio, Texas. 

WILLIAM WENDTLAND, Sgt.-AtArms. 
Killeen High School, Texas. 


AMERICAN STRING TEACHERS 
ASSOCIATION 


DALE BRUBAKER, President, 
Wichita Falls Public Schools, 


LOUIS KROMMINGA, Vice-President. 


F TYPED NEWS WELCOMED! 
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WILLIAM F. LEE, Secretary, Sam published by Texas Music Educators As- Must arrive 45 days before publication. 
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S. LEM OSE. Teeaaneer, 545 lishers-Texas Music Educators Association. cripts for publication become the property 
Lavaca, San Antonio, Texas. 
SUBSCRIPTION RATE: 1 Year $2.50; of SWM-TME. Cuts returned when Postage 
SOUTHWESTERN MUSICIAN 2 Years $4.00; 3 Years $5.00. is mailed to SWM-TME. The publisher as- 
Founded in 1915 by the late A.L. Harper. Entered as second class matter September sumes no responsibility for return of un- 
Renamed in 1934 and published by Dr. Clyde 3, 1954 at post office, Lubbock, Texas, solicited pictures or manuscripts. 
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NATIONAL PROGRAM 
HIGHLIGHTS ANNOUNCED 


Los Angeles City and County, CMEA, 
and national officers of MENC are 
busily engaged in organizing and ad- 
ministering the 1958 National Conven- 

tion which will be held in Los Angeles, 
March 19-25. 

| The occasion will mark the second 

time in history and the first time in 
18 years that the Conference has come 
; to the West coast. The previous event 

| was in 1940. 

J The convention will also mark the 
beginning of the second half-century 
of MENC’s service to the profession of 





music education. 


State presidents and editors assem- 
bly will convene March 19-20 as will 
other official groups such as the edi- 
torial board, the presidents’ cabinet, 
the research council, state supervisors 
of music, and the national board. 


On Friday, March 21, the exhibits 
sponsored by the Music Industry Coun- 
cil will open signaling the beginning 
of the convention proper. Concerts, 
symposiums, demonstrations, work- 
shops and a myriad of other activities 
will continue through Tuesday, March 
25. 


(Continued on page 15) 





they're always “in tune” with 
audiences and players alike 

. always preferred by bet- 
ter Band Men; Here is a 
selection of superb “stand- 


Full Symph. 
Gr. Band Band 
@ ATLANTIS SUITE — 
Safranek (J 197) M 7.50 11.25 
| @ BRIDAL SONG (Rural Wedding Symphony)— 
Goldmark (U 1240) Full Score 1.50 ME 2.50 3.75 
@ CORONATION SCENE (Boris Godounov)— 
Moussorgsky-Leidzen 
(J 342) Full Score 3.00 ADV. 8.00 12.00 
@ FINALE FROM THE NEW WORLD SYMPHONY— 
Dvorak-Leidzen (J 328) Full Score 3.00 ADV. 8.00 12.00 
@ JESU JOY OF MAN’S DESIRING — 
Bach-Leidzen (J 343) Full Score 3.00 M 7.00 10.50 
@ KOMM SUSSER TOD — 
Bach-Leidzen (U 1635) ME 3.00 4.50 
@ LUSTSPIEL (Overture) — 
Keler-Bela (J 373) ME 7.50 11.25 
@ SHORT CLASSICS for Band — 
Gillette (J 442) ME 7.00 10.50 
@ SYMPHONY NO. 8 Ist MOV. (Unfinished) — 
Schubert-Cailliet (J 383) Full Score 3.00 . ADV. 7.00 10.50 
@ YOUTH TRIUMPHANT — 
io Hadley (J 311) Full Score 3.00 ADV 7.00 10.50 





Old Standards Never Die 


ards” 
cess of any band program. 


Are these numbers in your band program? 


Choose Them For Your Next Band Program! 


CARL FISCHER 


music of lasting 
value and universal appeal 
.that will assure the suc- 
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| 62 Cooper Square, New York 3, N. Y. 
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For Sale: 
BAND UNIFORMS 


Uniforms and caps, bright red with 
white stripe at $12.50 each. 20 only 
uniforms and caps, green coat with 
gray trousers and green caps at 
$12.50 each. Have other type as 
low as $7.50 each. 


Joe Buzze Music Co. 
422 Franklin Ave., Waco, Texas 





WHILE THEY LAST! 

















CLOSE-OUT 
BARGAINS IN 
NAME BRAND 
discontinued stock 
models 
of 
BACKGROUND 
INSTRUMENTS 
used in 
SCHOOL BANDS 
and 
ORCHESTRAS 
Bik DIS 2K 2k 2k 2k 2k 2k 2k 2k 2k ie 2k 2k 2c aI 
PRICES ON REQUEST 
Mail Orders Filled 
Promptly. 


Whittle music co. 


The Southwest's most complete music house 


1108 Elm Street, Dalles Ri-2-5191 


———E 


March 1958 























Book Keutews... 


H. GRADY HARLAN, Ph.D. 
Howard Payne College 


A DICTIONARY OF HYMNOLOGY, 
VOLUMES I and II, Dr. John Ju- 
lian, Dover Publication, Inc., New 
York, November 1957, 1768 Pages, 
Price $15. 

These two volumes were edited 
under the direction of Dr. John 
Julian working over a period of ten 
years with a staff of 45 scholars. 
Over 10,000 documents and 40,000 
hymns were examined before the 
completion of the first edition. After 
50 years, Dover Publications offers 
the second edition at a cost of $15.00, 
which is a saving of $35.00 over the 
original publication charge. 

This is one of the most famous 
undertakings, next to the revisions 
of the Holy Bible, in Christian pub- 
lication history. This refernce work 
in hymnology gives basic details of 
the origin and history of Christian 
hymns of all ages and of all nations. 
These volumes belong in all public 
and institutional librarise, libraries 
of all Ministers, Ministers of Music, 
and Professors of History of Music. 


A HISTORY OF THE UNITED 
STATES FOREIGN POLICY, Julius 
W. Pratt, Prentice-Hall, Inc., New 
York, 808 pages, Price $6.95. 

The author has attempted to 
meet certain needs incident to the 
public’s knowledge of diplomatic 
history, heretofore found to be in- 
adequate. The objective therefore 
has been, in early chapters, to de- 
scribe the processes of diplomacy 
as practiced by the United States, 
as well as the growth and changes 


of the mechanism through which 
our diplomacy has been conducted. 
Many citizens do not know that the 
military force, whether used or held 
in reserve, is an indispensable in- 
strument for the prosecution of for- 
eign policy, which is presented in 
the third chapter. After the third 
chapter, the narrative proceeds in 
a basically chronological pattern 
from the time of the American Rev- 
olution through the end of 1954. The 
writer’s style of writing is easy to 
understand as against the pedantic 
manner of many writers of docu- 
mentary information. It is a book 
that the average citizen can enjoy 
reading. The information there-in 
contained is what every citizen 
would do well to learn. 


MASTERPIECES OF MUSIC BE- 
FORE 1750, Carl Parrish and John 
F. Ohl, W. W. Norton & Co., New 
York, 233 pages, price reasonable. 
This book comprises a collection 
of musical examples that illustrate 
the general course of musical style 
from the early Middie Ages to the 
middle of the 18th century, selected, 
arranged, and edited with a view 
to their being worked with by stu- 
dents in History of Music courses, 
or for the same purpose for other 
interested history-minded musi- 
cians. The authors have tried to 
develop a method of presentation 
of the musical text that would make 
it useful for analysis in or out of the 
classroom. Actually, the music 
can be used for performance pur- 
poses, though no effort is made for 
completeness in all instances. But 


it does fit the repertory need of the 
average young student of the his- 
tory of music. Full details concern- 
ing sources are given in the notes. 
Each example is printed in a man- 
ner that facilitates the study at the 
piano by students not yet able to 
deal with open scores. Vocal ex- 
amples have all voice-parts includ- 
ed, the words usually translated 
into English. It is an excellent sup- 
plement to courses in History of 
Music, Form and Analysis, Counter- 
point, and Composition. 


THE ELECTRICAL PRODUCTION 
OF MUSIC, Alan Douglas, Philo- 
sophical Library, 1957, New York, 
223 pages, Price $12.00. 

Users of radio and TV sets are 
acquainted with the electrical re- 
production of music, while the Elec- 
tric Organ is widely known as an 
example of the electrical production 
of music. Few realize, however, 
the extent which electrical meth- 
ods are being used to create the 
sounds customarily originating in a 
whole range of musical instru- 
ments. The author of this book ex- 
amines the advantages and limita- 
tions of the electrical production of 
music in simple and interesting 
terms, assuming only an elemen- 
tary knowledge of either music or 
electronics. It is a well illustrated 
book and will be of value and inter- 
est to all who are concerned with 
the making or the appreciation of 
music, as well as to amateurs and 
specialists in the field of electron- 
ics. The language of the writer is 
non-technical, therefore designed 
for the reading public. The volume 
is original, practical and authori- 
tative and should appeal both to 
scientists and musicians 
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Texas 
Christian 


University 


DEPARTMENT OF MUSIC 


Professional training in applied 
music, musicology, theory, 
music education, opera and 
church music at undergrad- 
uate and graduate levels. 


Distinguished faculty of artists 
and teachers. 


for information 


Dean Robert Hull 
School of Fine Arts 


Texas Christian University 
Fort Worth 9, Texas 





DeMoulin 











PRODUCT—STYLED 
TO KEEP PACE WITH THE 
ADVANCING STANDARDS OF 
OUR NATION'S FINEST BANDS 


Our NEW Style Book 
No. 472 in Colors, avail- 
able without charge to 
BAND DIRECTORS 


SCHOOL ADMINISTRATORS 
PURCHASING COMMITTEES 


NATIONALLY RECOGNIZED AS AN 
AUTHORITY ON FINE DESIGNING, AND 
FOR SOUND MANUFACTURING PRACTICES. 


DeMoulin Bros. & Co. 
1070 SOUTH FOURTH STREET 
GREENVILLE, ILLINO'US 
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Passing 
In Review 


SOME NEW BAND PUBLICATIONS 


SANTA FE SAGA by Morton Gould. 
Sole selling agents Chappell and 
Co. Standard Band $9.00; Sym- 
phonic Band $12.00. 

Commissioned by the late Dr. Ed- 
win Franko Goldman for the Amer- 
ican Bandmasters Asociation, this 
fine work had its premier perform- 
ance at the A.B.A. Convention in 
Santa Fe, N. M., in March, 1955, 
with the U. S. Air Forces Band and 
the composer as the conductor. This 
is almost a virtuoso number, and 
calls for fluent ability in all sec 
tions of the band. The result for a 
well advanced band will be both 
gratifying to the players, and pleas- 
ing to audiences. One of Morton 


Gould’s finest, we believe. Grade 
6 plus!! 
POMP AND CIRCUMSTANCE 


March No. 1 by Edward Elgar; ar- 
ranged by Howard E. Akers, Pub. 
by Carl Fischer. Full Band only 
$3.00. 

A famous march simplified so 
that the Junior high school band 
can play it with ease (after some 
work, of course). 


BARCAROLLE from the TALES 
OF HOFFMAN by Offenbach, ar- 
ranged by Walter Beeler. Pub- 
lished by Carl Fischer. Full band 
only $3.00. 

Another famous and world loved 
work transccribed for the Junior 
high school and the A and B Bands. 


HOLIDAY IN PARIS—Ballet Suite 
by Offenbach, arranged by Isaac. 
Published by Fischer. Full Band 
$12.00; Symphonic Band $18.00. 
Since Offenbach’s music has 
much the same delightful flavor, 
here is another Gaity Pariessene, 
only perhaps a little more so. An 
Overture, a Valse, an Intermezzo, 
again the famous Barcarolle, and a 
sparkling Finale. About grade 4. 


JOHN PEEL SUITE by Clifford 
Phillips. Published by Boosey- 
Hawkes. Symphonic Band $13.50. 


‘Please turn to page 15) 
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Southern Methodist 
University 
SCHOOL OF MUSIC 


Large distinguished faculty includes Gyorgy 
Sandor, internationally famous Artist-Teacher 
Ununual professional and teacher-training 
opportunities on undergraduate and 
graduate levels. 


Address Inquiries to: 
DR. ORVILLE J. BORCHERS, Dean 











Dallas 5, Texas 








Patronize Our Advertisers 











ALL FAMOUS MAKES! 

Pianos - Guitars 
Violins 

Band Instrunients 


Buescher - Besson - Roth 
Reynolds - Jean Martin Deluxe 
Martin Busine - Pruefer 
Gretch - Leedy 


‘Harrod & Raley. 
MUSIC COMPANY ! 
1216 Ave. QO — Lubbock, Texas 

















FORT DODGE, IOWA 
H.S. & JR. COLLEGE BAND 


. an outstanding school band led 
by Mr. Walter E. Lake, Director . . 


UNIFORMED BY 


Stanbury 


May we show you what 

Stanbury quality uniforms 

can do for YOUR band? 

my Write for complete infor- 
mation to: 


‘& COMPANY 


720 Delaware, Kansas City 5, Mo 
TEXAS RF PRESENTATIVES 

Arthur Wey Harold Wey 

337 Main Street 

Quanah, Texas 
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By CHARLES F. WOOTTON 
Isso nee Professor of Music 
fioward Puyne College 


SONATINAS AND EASY SONATAS 


Most of us these days who teach 
piano have fallen to some extent 
for the idea that in order to interest 
our pupils we have to let them play 
junk. The market is flooded, and 
the piano teacher is nearly drowned 
in the deluge of beautifully printed, 
appropriately illustrated, and well- 
fingered and annotated junk. Most 
of these musical gems are very 
rhythmic, based on a boogie pattern 
with a sufficiently eccentric tune 
and an ear-catching title. All this 
is to entrap the unwary juvenile into 
practicing without causing his groovy 
companions to feel that he might be 
a square or a little off the down- 
beat. And we almost fool ourselves 
and the parents into believing that 
the children are studying music. I 
doubt ifthe young ones are as fooled 
as are we older ones. Perhaps these 
pieces do help to interest pupils at 
certain stages, but they must cause 
so much to have to be undone and 
unlearned in the matters of taste 
and technic at later times! 

Once we have steered the pupil 
past this dangerous stage and he is 
established asa fairly good musical 
risk, we piano teachers are lucky, 
for we have such a wealth of good 
teaching material to draw upon! 
Young people are very perceptive 
of what is good and of what falls a 
bit short. I am a Chopin admirer, 
but a few of my college pupils resist 
him, and even resent him, turning to 
Bach instead and memorizing pre- 
ludes and Fugues instead of Noc- 
turnes and Waltzes. I’m a Bach de- 
votee also, so I’m pleased. 

Among the materials which I need 
to use to better advantage are sona- 
tinas and easier sonatas by a great 
many composers. Toestablish finger 
strength and co-ordinated hands as 
well as to develop taste, feeling, 
and good tone, what is better than 
the study of sonatinas? I’m grateful 
that I was brought up on liberal 


amounts of Kuhlau Clementi, Dussek. 


Haydn, Mozart, and Beethoven sona- 
tinas and easy sonatas. Perhaps 
you too use the Sonatina Album from 
the Presser collection which is, I 
believe, identical with an album 
published by Schirmer. The book 
has a number of rondos and miscel- 
laneous small pieces by Schubert, 
Weber, Mendelssohn, and others as 
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well as several sonatinas. The 
pieces are listed in the index pro- 
gressively according to difficulty. 
Beethoven’s two easy sonatas which 
constitute Opus 49, numbers one 
and two, are included as the most 
difficult items in the book. It is too 
bad that the two Beethoven Sona- 
tinas in G and F major are not-also 
included. They are much easier than 
Opus 49 and should be used often. 

Another good volume of pieces 
containing works well out of the 
ordinary is Leo Podolsky’s album 
called Classic Sonatas for Piano, 
published by Carl Fischer. The 
works in this collection are offered 
in chronological order and offer an 
excellent opportunity to learn a 
great deal concerning the develop- 
ment of the sonata. Domenico Scar- 
latti, Marcello, 
Martini, Galuppi, Arne, Paradisi, 
C.P.E. Bach, and Haessler are well 
represented with excellent examples 
of their work. Everything in the book 
is good recital material. The music 
is helpfully edited by Dr. Podolsky. 

Another book of outstanding old 
material made newly available in 
most attractive form is Clementi, 
Rediscovered Masterworks, selected 
and edited by Alfred Mirovitch, and 
published by Edward B. Marks Music 
Corporation. This is to appear in 
two volumes, but I have only seen 
This 


Handel, Hasse, 


volume one. contains two 
Waltzes, an Arietta, an Allegretto, 
a Rondo, and eight Monferrinas, 
an Italian dance form which will be 
new to most of us. They are delight- 
ful. 
Muzio Clementi is one of the 
great composers of the Classic Era, 
but by a curious quirk of fate almost 
forgotten now. Beethoven greatly 
admired him and was indebted to him 
for musical ideas. Even a great 
work like Beethoven’s Sonate Path- 
etique owes a great deal to Clem- 
enti. Paul Henry Lang in Music in 
Western Civilization says that Be- 
ethoven was ‘‘tremendously im- 
pressed by Clementi’s sonatas.’’ 
Alfred Mirovitch says that ‘**Cle- 
menti was perhaps the real and only 
predecessor of Beethoven.’’ Vlad- 
imir Horowitz has recently recorded 
for RCA Victor three sonatas in- 
cluded in volume two. It seems very 
probable that our appraisal of Clem- 
enti as a facile composer of mean- 
ingless display pieces will have 
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“sing their best’ in Peter 
son gowns, styled to keep 
them in top form wit! 
easy comfort and youthful 
dignity. Generous quan- 
tity discounts on gowns 
and accessories made to 
your order of today’s finest 
materials including easy-t« 

care-for CHROMSPUN 
*“miracle fabric’. Also 
rentals 


PETERSON 
ROBES to 15; 


Mail coupon for free information! 


Thomas A. Peterson Co., Dept. M-i! 
50! E. 33rd, Kansas City 9, Mo. 


Please send at once, without 
obligation, your catalog and 


C J oranss) fabric previewer 

= — 
EE = 
 ————————  ——— 
School Name___ 


Exclusive with Craddock! 


(RavO(rp 


The ORIGINAL Luxury Weave Fabric 
for Band Uniforms 


Only in CRAD-O-CORD do you enjoy these out 
standing features typical of Craddock 
leadership: 

e Developed specifically for bond uniforms 
Superior 100% virgin wool worsted 

Populor weight; luxurious feel 

Dropes perfectiy for smarter fit 

Retains shape holds press longer 
Finer weove ossures ionger wear 


Variety of popular colors 


You con both see and feel the superior quality 
of this luxury fabric pioneered by Cradderk 
ond available only from 


Craddock 
Immediate delivery for 


both new ond replacement 
uniforms. Write today 


Ask also for a copy of 
THE CRADDOCK BANDS 
MAN — new, colorful, filled 
with valuable information 
for bandsmen 








UNIFORMS 


From The House of Craddock 


22nd & Oak Sttests © Kansas City 8, Mo. 
Your Local 
Craddock Representative. 


HARRIS HUNTLEY 


2629 Northwest 30th 
Oklahoma City, Okla 


Telephone: Windsor 8-7987 
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CANNAN MUSIC COMPANY 


THE FASTEST GROWING MUSIC CONCERN IN TEXAS 
, BIG ENOUGH TO SERVE YOU, 

SMALL ENOUGH TO KNOW YOU 
SERVING GREATER SOUTHEAST TEXAS 


227 North Main Conroe, Texas 



























YOUR MUSICAL GROUP ON RECORDS 


RECORDS FROM YOUR TAPES. Concerts, recitals, 


memorable events permanently recorded from 
your own tapes . vinylite pressings or direct cut 
acetate discs . all speeds, all sizes, any quantity 


Quality of records guaranteed! As low as $2.50 for 
single 78 rpm 10-inch side. 45 ram from $3.00; 
33'3 from $5.00 


Excellent Fund Raisers @ Perfect Souvenirs! 


CUSTOM RECORDED ALBUMS Specialized custom service including 


on-location recording and albums designed for you 


By controctural arrangement all records are custom pressed 
by RCA Victor on pure vinylite, assuring perfect high- 
fidelity, noise-free records. 


Publishers for more than 250 high schools and colleges including: 


Texas U rlardin-Simmons U. 
Texas A. & M McMurry College 
Texas Tech Southern Methodist U 
Oklahoma U Snyder HS. 
Plainview #S N MMI. 


TMEA ‘53, ‘54, ‘55, ‘56 Concerts 
WRITE FOR FREE BROCHURE AND PRICES 


RECORDED PUBLICATIONS COMPANY 


1572-1584 Pierce Avenue, Camden 5, New Jersey 
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T. M. T.A...... Across 
The Presidents Desk 


By RACHEL KENT 
President, T.M.T.A. 


From ‘‘High Notes,’ the very fine 
bulletin published each month by 
the Houston Association, comes 
news of the Piano, Voice and Essay 
Contests sponsored by that associ- 
ation. With the Voice Contest in its 
second year, plans are being made 
to incorporate a Student Accompan- 
ists’ Contest. This is a fine incen- 
tive for advanced piano pupils to 
learn to accompany and to perform 
competitively. 

The Houston Association sponsors 
SILVER TEAS throughout the year 
with the programs presented by 
pupils of the members. Other As- 
sociations — take notice. An excel- 
lent way to give your students the 
opportunity to perform, and at the 
same time, increase your Treasury. 


The AUSTIN Association and the 
CORPUS CHRISTI Association are 
working on plans to improve their 
admission standards. Mrs. Lois 
Oliver is serving as chairman for 
Austin and Mrs. Inez Lear, for Cor- 
pus Christi. 


Mrs. Lois Oliver, Chairman of the 
State Student Affiliate Contests, vis- 
ited with the RIO GRANDE VAL- 
LEY ASSOCIATON, and received 
enthusiastic response to her report 
of the Student Affiliate work. 


Watch The Southwestern Musi- 
cian, Texas Music Educator for 
news of the State Convention. 
Mrs. Elizabeth Morris, State Chair- 
man for the Convention, Mrs. Cur- 
tis C. Smith, State Student Af- 
filiate Chairman, Miss Mildred 
Klein, President of the South Plains 
MTA, and Mrs. Cecile Meskiman, 
Local Chairman and their Commit- 
tee in cooperation with TEXAS 
TECH are planning great things. 
Meet me in Lubbock. 





(More TMTA news on page 7) 
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PORT ARTHUR MUSIC TEACHERS 
ASSOCIATION 


The Port Arthur chapter of the 
Texas Music Teachers Association 
met at the home of Mrs. Sam Simon 
with Mrs. W. J. Bergman, vice- 
president, presiding. Miss Rachel 
Kent, president of the State associ- 
ation, was the speaker for the day. 

Miss Kent gave a report of ac- 
tivities of other associations 
throughout the state. She spoke on 
the advantages of membership in 
the National Association, and asked 
the teachers to encourage their pu- 
pils to become Student Affiliates. 
She also urged the teachers to ful- 
fill the requirements to obtain 
teaching certificates accredited by 
the Texas Education Agency in Aus- 
tin. 

Mrs. Simon gave an original reci- 
tation, ‘‘My Home Town,” which 
she had presented at the Oil and In- 
dustry celebration in Sherman. The 
recitation was set to music which 
was composed by Mrs. Simon. 





(More about TMTA on page 16) 





Four New Stars 
fer CONCERT BAND 





NIGHTFALL John J. Morrissey 


(Bb Clarinet, Eb Alto Saxophone, or Accordion Solo and Band) 
Solos medium, Band easy. A lyrical solo line with brilliance enough 
for your best instrumentalists. Interesting for your entire Band. 


PRELUDE AND FUGUE IN D MINOR G. F. Handel, 


arr. Dudley Mairs 
Medium Easy. A rich, full-sounding transcription. The contrapuntal 
lines remain clear and are easily played. lst Bb Clarinet to E3, Ist Bb 
Cornet from D No. 1 to G2, 


ORIGINAL DIXIELAND CONCERTO John Warrington 


(For Dixieland soloists and Full Band) Medium. This is something 
really different. The brilliant Dixieland writing will make your Soloists 
and Band ‘sound’. Based on “Jazz Me Blues”, “Ballin’ The Jack”, and 
“Original Dixieland One-Step”. 


COLONIAL RHAPSODY Edward Madden 


Medium. A glittering showpiece bascd on tunes of revoluntionary 
America — “Hey Betty Martin”, “A Free America”, “The Girl I Left 
Behind Me”, etc. Ist Bb Clarinet to E3, Ist Bb Cornet from small B 
to G2. 


Full Band $5.00 Symphonic Band $7.50 


Write Dept. X for FREE miniature scores and our complete Concert Band catalog 


EDWARD B. MARKS MUSIC CORPORATION 


136 W. 52nd St. New York 19, N. Y. 









— 


Here’s the Prize Winning Band of Emma Sansom High School, Gadsden, Ala., wearing their OSTWALD uniforms 


Uniforms * Ostwap 


: « 
i j 
J ~ . s , : ' f 


Write for the colorful Ostwa.p catalog (free) and choose 


from a splendid array of stvles, fabrics, colors and acces- 
sories. A factorv-informed and equipped Ostwacp repre- 
sentative will gladly help vou with selections, measure- 
ments, etc. And when ordering, bear in mind vou can 
depend upon Ostwa.p’s famed custom-tailoring technique 
and confirmed delivery arrangements. OstwaLp prices 
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N.A.T.S. ANNOUNCES SINGER OF THE YEAR 


Miss Beth Ann Hood, contralto, 
New York City, is the winner of the 
third annual ‘“‘Singer of the Year’’ 
award of the National Association 
of Teachers of Singing. 

Finals of the contest were held at 
the Hotel President, Kansas City, 
Mo., during the NATS Annual Con- 
vention, December 27-30, folluwing 
elimination contests conducted in 
eight regions of the country during 
November. 

Judges for the finals were Mme. 
Anne Xoselle, soprano, and Ralph 


Errolle, tenor, former leading sing- 
ers of the Metropolitan Opera, and 
Mme. Sonia Sharnova, contralto, 
former leading member of the Chi- 
cago Opera. 

Other musical features of the con- 
vention included a concert by the 
University of Kansas City Choir 
directed by Everett Hendricks; a 
recital by Alice Riley, Chicago so- 
prano, winner of the second *‘Sing- 
er of the Year’’ award; a perform- 
ance of Samuel Barber’s ‘‘Dover 
Beach” by Hardin Van Deursen, 





instruments, to full band. 


ensemble playing. 


TROMBONE (Baritone) 
TUBA (Bass) 
PERCUSSION (Bells, etc) 


ALOUETTE 

A-RoviInc 

A-TIsKET A-TASKET 

Avu Care De La LUNE 
AuRA LEE 

Bic Rock CANpy MouNTAIN 
Dre CAMPTOWN RACES 
FAITH OF Our FATHERS 

Go Down, Moses 

Goop Kinc WENCESLAS 


Rockville Centre 





The BAND ENSEMBLE FOLIO 


For Young Bands 
Arranged by JOHN KINYON 


With the exception of the oboe, bassoon, tuba and percussion (being 
Solo and Duet), every player in the band can, at the direction of the con- 
ductor, play the solo—duet—trio—or quartet part. Every composition therefore 
can be performed in an amazing variety of arrangements, from one to several 


Most important however, is the fact that these arrangements make it 
possible for students to get together in their homes, for the pure pleasure of 


INSTRUMENTATION 

PIANO Acc. .... with melody line 
FLUTE Four staves—Solo - Duet - Trio - Quartet Parts 
Bb CLARINET Four staves—Solo - Duet - Trio - Quartet Parts 
OBOE Two staves—Solo Part - Duet Part 
BASSOON Two staves—Solo Part - Duet Part 
SAXOPHONE Four staves—Solo Eb Alto - Duet Part Eb Alto 

Trio Part Bb Tenor — Quartet Part Eb Baritone 
Bb CORNET . Four staves—Solo - Duet - Trio - Quartet Parts 
Eb ALTO HORNS Four staves—Solo - Duet - Trio - Quartet Parts 
HORNS IN F 


Four staves—Solo - Duet - Trio - Quartet Parts 
Four staves—Solo - Duet - Trio - Quartet Parts 
Two staves—Solo Part - Quartet Part 


CONTENTS 


All Parts — 85c each 
Send for FREE Complete Piano-Cond. 


+ BELWIN 


Jotiy OLp Sr. Nicx 
KEMO KIMO 

Lonc, Lonc Aco 
MEXICAN FoLk SONG 
Now THE Day Is Over 
Ovp GERMAN WALTZ 
Ovtp MacDoNaLp 

One More RIver 
STEAL AWAY 

Vive La CoMPAGNIE 


INC. 
Long Island, N. Y. 
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baritone, and the Kansas City Con- 
servatory String Quartet; and the 
appearances by several of the re- 
gional student winners. 

John Brownlee, noted baritone of 
the Metropolitan Opera, director of 
the Manhattan School of Music, and 
president of the American Guild of 
Musical Artists (AGMA), was 
speaker at the annual banquet. 

Ernest Bacon, noted song com- 
poser, gave a lecture-recital of his 
songs, assisted by Herbert Beattie, 
bass. 

Dale V. Gilliland, Ohio State Uni- 
versity, was elected president of 
NATS for the 1958-59 term succeed- 
ing E. Clifford Toren, Northwestern 
University. 

Among the many outstanding 
speakers on various phases of sing- 
ing and teaching were: Gertrude 
Tingley, Boston University; Harold 
Luckstone, New York University; 
B. Fred Wise, American Conserva- 
tory, Chicago, Ill.; William Ven- 
nard, University of Southern Cali- 
fornia; Philip Duey, University of 
Michigan; Joel Carter, University 
of North Carolina; Ellis Snydcr, 
Capitol University, Columbus, Ohio; 
Marjorie Lawrence, Sophie New- 
comb College, New Orleans, La.; 
Glenn Schnittke, Baldwin-Wallace 
College, Berea, Ohio; Harold 
Haugh, University of Michigan; 
William B. Heyne, St. Louis, Mo.; 
William Rice, Baldwin, Kanas.; 
George Newton, Indianiapolis, Ind : 
Melvivn Geist, Williamette Univer- 
sity, Salem, Ore.; Robert Taylor, 
Kansas State College, Pittsburgh: 
John Lester, University of Mon- 
tana; Louis Nicholas, George Pea- 
body College for Teachers, Nash- 
ville, Tenn.; and John Thut, Augs- 
burg College, Minneapolis, Minn. 

Weldon Whitlock, St. Louis, Mo., 
was program chairman, and Stan- 
ley Deacon, Kansas City, Mo., was 
general chairman. 





Although some musical instru- 
ments may seem complicated, our 
ways of making music have re- 
mained much as they were in the 
early days of music. The modern 
wind instrument, for instance, has 
not strayed far from the herdsman’s 
flute. Today we have more notes, 
but the basic manner of producing 
sound is the same. Music, of all 
human endeavors, is the most time- 
less. 


eEREEEESE 


March 1958 








NORTH TEXAS STATE SETS A PATTERN 


Each year more colleges are 
adopting a program which was be- 
gun in 1946 by the School of Music 
at North Texas State College in 
Denton, Texas—that of offering a 
major in dance band. 

The first college in the United 
States to take such a step, NTSC 
initiated the program into its cur- 
riculum in order that orientation 
and training might be received in 
the popular music field, says Dr. 
Eugene Hall, head of the 1l-year- 
old department and professor of 
music. Popular music is a field 
with which all music educators 
must deal at certain times, because 
students are naturally interested in 
it. And music educators are often 
ill-equipped to teach it, Dr. Hall 
points out. 

Not only are students, who are in- 
terested for the most part in popu- 
lar and jazz music, benefited by 
the program, but music education 
majors are able to receive training 
in the field for future teaching pur- 
poses. 

The practical approach is taken 
to aid the students, who are or- 
ganized into bands. They are helped 
in securing jobs with bands, which 
play for many types of shows. Since 
the college is located in the Dallas- 
Fort Worth area, it is not hard to 
arrange this, Dr. Hall said. He 
added that it is actually better 
preparation than students can re- 
ceive at the school. But the stu- 
dents are not limited to that area, 
for Dr. Hall stated that dates are 
played all over the Southwest. The 
group appeared on the ‘‘Steve Allen 
Show’’ when it originated in Fort 
Worth several months ago. 

A spring jazz concert is given an- 
nually at the college. This show is 
tape-recorded, and Columbia Rec- 
ords cut records from the tape. Dr. 
Hall said that this promotes the ac- 
tivities of the band. However, the 
group has often given more than 
one concert each year. 

Each Thursday afternoon in the 
Union Building at the college, the 
laboratory dance bands have ‘‘jarn 
sessions,’’ where the students may 
dance or just listen. 

High schools benefit from the 
program, for Dr. Hall works with 
them on their ‘‘stage bands,”’ as 
most high schools prefer to call 
them. 

Although many musiciahs prefer 
to believe that it is just as good to 
get practical experience rather 
than a college education, Dr. Hall 
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advocates college training, because Music in some form is necessary 
he believes that a musician should in our lives because music is rhythm 
have a well-rounded edcation. In and rhythm is as natural to us _ 
ici >t i od -ALOorSs f SYC = 

college the musician learns to play one athing. Educator: * tg Oo 
with all types of musical groups, logists tell aro sagendine 6. relbacran 
: : . Nays t Satisly nis creative urge 
which include the marching band, ee ee ae ve . 
for music is to learn to play a mus- 

college symphony, and dance sh, up ls 
: er ; ical instrumen » that we can play 
bands. Students may participate for our own pleasure. By making 
in or listen to all types of music. eiion its ievelop coordina- 
Dr. Hall believes that if the mu- tion and alertne and experience 
sicilan can play it, he can he! tension Why don’t 
others to play it. The important ee how much better 


thing, he says, is that popular music 
is our American music and merits 
some study in public institutions. 








Blessings? 
Ive Been 


Them for 


Years! 


Leave it to the music-wise band- 
master to discover the difference 
handcraftsmanship makes in 
trumpets, ccrnets and trombones 
».. greater compactness, more 
durable finish, surer valve action, 

truer tone. Band leader endorse- 

ment, extending over a half-century, 
has built the Blessing business, and 
guides its manufacturing policies, with 
their emphasis on custom-tailored qual- 
ity. Test-play any Blessing standard 
instrument. Let your eyes, fingers and 
ears guide you to the student line that 
brings professional tone and intonation 
to your brass section. 
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MARY HARDIN-BAYLOR COLLEGE 


FINE ARTS CONSERVATORY 


Institutional Member National Association Schools of Music 
and Texas Association of Music Schools 


Bachelor of Music degree with a major in Piano, Voice, Violin, Organ, and Music Education 
Bachelor of Arts degree with a major in Applied Music. Lessons available in string and 
wind instruments, percussion instruments, Cello, Harp, Piano Normal, Piano Ensemble 

For Further Information, Address Dr. Arthur Tyson, President, Belton, Texas 











TEXAS WESLEYAN COLLEGE 


Fort Worth, Texas 
Member of the National Association of Schools of Music 
Member Texas Association of Music Schools 


DONALD W. BELLAH, B.M., M.M., 


Chairman Division of Fine Arts 








UNIVERSITY OF HOUSTON 
MUSIC DEPARTMENT 


Piano, Organ, Voice, Theory, and Orchestra and Band Instruments 


Degrees: B.M., B. Mus. Ed., M.M 
Distinguished Faculty Includes Members of the Houston Symphony 
For Details Write: Dr. Merrills Lewis, Music Dept. 
3801 Cullen Blvd., Houston, Texas 











SACRED HEART DOMINICAN COLLEGE 
MUSIC DEPARTMENT 
PIANO, ORGAN, VOICE, THEORY, GREGORIAN CHANT 


For Details Write: Dr. Floyd D. Funk, Music Dept. 
2401 East Holcombe Boulevard, Houston, Texas... 














FINE ARTS DEPARTMENT 
ST. MARY‘S UNIVERSITY 
Offers Excellent Training in: 
Theory - Harmony - Piano - Violin - Voice - Art - Speech 
Band Instruments 
Frank G. Sturchio, B. M. 


Director Department of Music 
San Antonio, Texas 














TRINITY UNIVERSITY 


Department of Music 





Piano TRINITY UNIVERSITY CHOIR 
Voice Bev Henson, Director 
Strings OPERA WORKSHOP 
Winds John Seagle, Director 
Organ TRINITY UNIVERSITY BAND 
Music Literature H. Vernon Hooker, Director 
History GUEST PROFESSOR—PIANO 
Theory Miss Dorothy White 


MUSIC DEPARTMENT CHAIRMAN — John Seagle 


ASSOCIATE CHAIRMAN — Frank Hughes 


715 Stadium Drive San Antonio, Texas 
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TEXAS ASSOCIATION OF MUSIC 
SCHOOLS 


Twentieth Annual Convention 


The 20th Annual Convention of 
TAMS will be held in Dallas at Hote] 
Baker, March 21, 1958 beginning at 
9:00 A.M. The theme will be ‘‘Cur- 
riculum’’. The emphasis will be on 
Music Theory and on Applied Music. 
Dr. E.W. Doty, University of Texas, 
recently elected for a third term as 
President of the National Associa- 
tion of Schools of Music will bring 
greetings from the latter Associa- 
tion. The annual Board Meeting will 
be held at 8:00 P.M. March 20th 
same Hotel. Dr. H. Grady Harlan is 
President. 


REE KEESE 


HOWARD PAYNE COLLEGE MUSIC 
DIVISION 
Announces Three Summer Workshops 


Dr. H. Grady Harlan, Chairman of 

the Division of Howard Payne Col- 
lege announces the three Ldlewine 
Workshops for the Summer: 
Music Education, JUNE 1 - 7 in- 
clusive. Jimmie Green, Music Con- 
sultant for Silver Burdett Company 
will be Director-Clinician; Dorothy 
McIntosch, Music Consultant Brown- 
wood Public Schools will be As- 
sistant. 

Drumming and Twirling Workshop 
for Public Schoo! Band Students and 
Directors June 8- 14 _ inclusive. 
Ed Cain, University of Colorado 
will be in charge. 

Choir Clinic, July 13 -19 inclusive. 
Ralph Hunter of New York City, 
formerly assistant to Robert Shaw 
and now Conductor of the famous 
Men’s Chorus which toured Texas 
this season. Mr. Hunter is a pianist, 
dynamic conductor, vigorous lecturer, 
and a highly-personable musician. 
The workshop should attract high- 
school singers, church singers, and 
Directors from over the state. 

Undergraduate or Graduate Credit 
will be granted on each workshop, 
at regular college tuition charge. 
Dormitory facility available for all. 
The charge for the public school 
student for each workshop is a ten- 
dollar fee. 


KEKE 
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BAYLOR erobroove 






@ Set up 











Speedily 
SCHOOL OF MUSIC S gf ~ ls e 
~ Instantly 
‘ - T) @ Store 
Daniel A. Sternberg, Dean : Compactly 
, | p ot Si , @ Shoper- Cut 
F Distinguished Faculty of S Zz ¢ Somdet 
Artist Teachers NG @ ALL-BOLTED 
By GEORGE ANSON a 
Music major and minor courses in all or- Texas Wesleyan College Ch R 
chestral and band instruments, piano, organ, Fort Worth 9 orus isers 
Custom-buiit for any size chorus or stage. ideal for 


voice, music theory, history and literature 





| concerts . .. rehearsals... stage shows and trips. 








on under-graduate and graduate levels. Write today 
| Symphony orchestra, concert and THE ART OF PINZA— Wenger Music Equipment Co. 
marching bands, six choirs, Ezio Pinza, bass, with orchestra. 25 Wenger Bidg., Owatonna, Minn. 
string quartette. CAMDEN CAL 401. —_ 
BERLIOZ: ‘‘L’Enfance du Christ.’’ 
BAYLOR UNIVERSITY Sung in French. Solists with the 


W. R. White, President Weco, Texas New England Conservatory SOUTHWESTERN 
Chorus and the Boston Symphony UNIVERSITY 


Orchestra conducted by Charles 











| Munch. Two discs. RCA Victor School of Fine Arts 
LM 6053. 

OUTHWESTERN BRUCKNER: Symphony No. 9 in An endowed School of Fine Arts 
D minor. 


Member of the 


The Amsterdam Concertbouw 

BAPTIST Orchestra conducted by Eduard NATIONAL ASSOCIATION OF 
| van Beinum. SCHOOLS OF MUSIC 
SEMINARY EPIC LC 3401. 
ariy oor 9 ge ge -_ . Nur- B M Applied Music, Music Education, 
/ sery eme, Opus 25; an Church Music : 
: ee ee Concerto No. 2 in B Minor, side ‘ 
FORT WORTH, TEXAS Opus 42. 


Ernst von Dohnanyi, piano, with 6 F A Commercial Art, Painting, 














James C. McKinney the Royal Philharmonic Orches- Drama 

tra conducted by Sir Adrian } 
: Dean Boult. Angel 35538. JOHN D. Richards, Dean 
. HAYDN: Quartet in C major, Op. Georgetown, Texas 
Professional training in 74, No. 1; and 
ra Quartet in G major, Op. 77, 

church music, organ, lano, T 
| ’ as RUHAUF 
musicology, theory and The Juilliard String Quartet. RCA 


NIFOR 
Victor LM 2168. U ORMS 


PUCCINI: Turandot. Complete 
opera sung in Italian. Soloists 

Member of Texas Associa- with La Scala Chorus and Orches- 
tra conducted by Tullio serafin. 
Three discs. Angel 3571. 

STRAUSS, Ricardi: Sinfonia Do- 


compositior. 








tion of Schools of Music 




















mestica. 
Yotice / The Chicago Symphony Orches- 
os te tra conducted by Fritz Reiner. 
We Hereby Guarantze RCA Victor LM 2103. BY ACTUAL SURVEY 
that VIVALDI: The Four Seasons. THE TREND IN AMERICA’S BAND 
Jan Tomasow, solo violin, with UNIFORM BUYING IS DEFINITELY 
JEAN CARTIER the Solisti di Zagreb conducted ie) aoe 
by Antonio Janigro. Vanguard a ay 
. CLARINETS BG 564. ‘ 
: ARE THE FINEST Me 
| CLARINETS a ; 
: if ’ 
) MADE ANYWHERE TODAY nd ‘ites’ 
| Write “Today 
AT TWICE THE PRICE ems ha 
fra’, Aruhau 
y vy . 
Manwell Miysrs, Tuc. Vas outuwe/t Unifor 
| San Antonio Texas ae 
WICHITA 2, KANSAS 
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CLARINET 
% & SAXOPHONE REEDS 


s at 
Vg 7] 
Mas 


HF 


“ge 
A ° : i kG ae » h { 
a pli a ' y 
“ — - % i 
bh es “ i 


«the 


[aOGSACLCLE 


$f 4 


mavt © 


Precision Mouthpiece for a precision perform- 
ance. All Chambers and Facings are entirely 
hand fin'sned to related specifica- 
tions. 25 years in design and mak- 
ing of quality mouthpieces 
for America’s outstand- 
ing reed artists. 


CRECORY 


* 


For Sale at Leading Music Dealers the 


RICO’ PRODUCTS 


SN LA BREA HOLLYWOOD 36, CALIF 





COMPLETE 


(From page 5) 


bia! beethoven, 
Clara Schumann, and now in our 
Lang, Mr. Mirovitch, 
and Mr. Horowitz all join in admir- 


own day Mr. 


ation of Clementi. 


Clementi’s sonatinas and sonata 
deserve to be played and heard. Our 


students need the 


experience of 
playing his works for the sake 


the music and in order to be 


ol 
better 
prepared to understand the works of 
Haydn, Mozart, and especially Bee- 
thoven. 

The wealth of material of all de- 
grees of difficulty which is available 
to the piano teacher and student 
sometimes seems a staggering bur- 
den, but it really represents a won- 
derful opportunity for individualized 
teaching. Mr. Gottfried Galston told 
me he never gave the same pieces 
to any two pupils in the same year. 
I’m afraid most of us settle down 
to a cut-and-dried routine of pieces 
and exercises and give all of them 
to everybody. With the thousand or 
so Liszt pieces why should every 
student play Liebestraum? In the 
Chopin catalog there are some 250 
pieces---let the Nocturne in E-flat 
rest a while. Surely that pupil can 
learn something by Beethoven with- 
out choosing the Moonlight Sonata. 
These are all good, but let’s don’t 
do them to death. And, harking back 
to the beginning, there are thousands 
of good teaching pieces. We have 
untold 


access to variety without 


using a single piece of junk. 





STOCKS 
OF ALL 
PUBLISHERS 
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BAND AND CHORUS MUSIC 
METHODS AND COLLECTIONS 


SHEET MUSIC FOR ALL INSTRUMENTS 
AND VOICE 


Approval Service if desired 


Houston, Texas 
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Sheet Music . . Records . . Instruments 

complete musical service. Stop in 
your order to 805 Congress, 
Texas. 


or mail 
Austin, 


























The VILLA-REED 


Company 
Quality REEDS for OBOE ... 
ENGLISH HORN ard 
BASSOON— 


Hand-Made and Guaranteed 
to Play 


6 Reeds — $7.50 


3823 Brandt Houston, Texas 








: 




















SHEP’S 


TAPE RECORDING 
SPECIALIZING IN SCHOOL BANDS 
2935 AGNES STREET 


CORPUS CHRISTI. TEXAS 











It's easy to choose 

an outstanding 

design from America’s 
greatest collection 

of styles and fabrics. 
Expert help and 
special sketches save 
trouble on details. 








Write for color catalog, 
sample fabrics and 
moderate prices 


THE FECHHEIMER BROS. CO. 
Cincinnati 2, Ohie 


Uniforms for over 75 yeors 
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MILLS PICTURES WINS 
ITALIAN FILM TROPHY 


The United States Information Serv- 
ice (USIS) announces that a Bronze 
Trophy has been awarded to the United 
States for the best group of Music Films 
at the 10th International Film Festival 
in Salerno, Italy. 

This distinction was accorded to 
16mm motion pictures presenting AR- 
TUR RUBINSTEIN, JASCHA HEI- 


FETZ, MARIAN ANDERSON, and 
RAFAEL MENDEZ. 
These films show these world-re 


nowned artists in a new way. The audi- 
ence sees and hears them not only as 
they appear on stage in concert per- 
formances of immortal music, but also 
in such intimate settings as their studio 
while at practice, in close-ups focusing 
on their virtuosity, and at work and 
at play in the informal surroundings of 
them home. In addition, the artists 
speak about themselves and their ar- 
tistry, thus coming into closest possible 
contact with the audience. 

High both in entertainment and edu- 
cational value, these unique motion 
pictures will bring these great artists 
to the many communities they cannot 
visit personally. Comprehensive Study 
Guides are available. 








TEXAS TECH IS HONORED 


Texas Tech’s Music department 
has been admitted to associate 
membership in the National As- 
sociation of Music Schools. 

The admittance came after a 
thorough examination of Tech’s 
Music department curriculum, teach- 
ing staff, budget and physical plant. 
The examiners also studied the 
library facilities and relations with 
the department of general adminis- 
tration. 

Tech is expecting to have full 
membership in the association by 
the end of two years. 

Tech’s department offers 114 
courses leading to a Bachelor of 
Music degree with a major in Music 
Education (Instrumental or Vocal), 
Piano or Voice. 


eee eee eee 
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raising 
that’s 
fun! 


Your band, orchestra or 
choir can raise $300 to 


$2,500 selling famous 
Mason 10¢ Candy Bars. 


e We supply all candy 
e You pay nothing until sold 
e Personalized with your or- 
ganization name and picture 
e All unsold candy returnable 
e Big Profits, you get $6.00 
of every $15.00 sale 
e Famous “MASON” Brand 


Fill out coupon below. Mason will send 
you candy samples beforehand with no 
obligation. You give us no money in ad- 
vance. We supply on consignment fa- 
mous Mason 10¢ Candy Bars, packed 
5 bars in each package, wrapped with 
your own personalized wrapper at no 
extra charge. You pay 30 days after re- 


ceipt of candy. Return what you don’t 
sell. Candy is sold at regular retail 
price. On every box sold you keep $6.00 
and send Mason $9.00 (6674% profit 


(om © Ghape| 


on cost). There's 
no risk. You can’t 
lose. Mail in cou- 
pon today for in- 
formation about 
MASON’S PRO- 
TECTED FUND 
RAISING DRIVES 
and samples. 





Mr. EDWARD STOYE 
Fund Raising Dept. (Dept. Sm-3) 
Mason, Box 549. Mineola. N. Y. 


Gentlemen : Please send me with- 
out any obligation, samples and 
information on your Fund Raising 


Plan. 
a 


GROUP NAME - a = 


ADDRESS . 

cITY STATE — » 
@eeeeeeveevneeeeeee eevee eee een @ 
Mason Candies, Inc., Mineola, L. 1.. N. Y. 
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[-] CONN MUSICAL INSTRUMENTS 


[_] ORGANS, PIANOS OR CASH 





Many fine non-profit organizations have solved their equipment or 
money problems through the C-E-Z Fund Raising Plan. The C-E-Z 
Plan is the dignified way to earn needed equipment or cash. All you FREE BOOKLET 
i do is sell C-E-Z light bulbs and you can sell them in a hurry because Send today for FREE 
every home needs light bulbs. There is no investment, unsold stock — aces gee 
returnable, and C-E-Z will help you in every way to guarantee suc- Raising Plan c 
cess. Investic.te the profitable C-E-Z Plan today by clipping this ad 
and checking the item of your interest above. Full details will be sent Dept 
j to you with no obligation 











C-E-Z TERRITORIES OPEN FOR FULL OR PART TIME REPRESENTATIVES 
C Leatialing a Heit Seed Vp Verily Cue ; 


615 FRONT STREET, TOLEDO 5, OHIO 


Martin 0.0 


: experienced craftsmanship 








from piccolo trumpet 
to big bass horn! 


MARTIN BAND INSTRUMENTS 
Piccolo Trumpet Post Horn 
Herald Trumpet Tenor Trombone 
F Trumpet Valve Trombone 
Eb Trumpet Bass Trombone 
Eb Cornet French Horn 
D Trumpet Alto Horn 
C Trumpet Baritone Horn 
B» Trumpet Sousaphone 
B» Cornet Tuba 
Fiuegel Horn Recording Bass 


ALSO ALTO, TENOR AND 

BARITONE SAXOPHONES... 
and Indiana brasses and 
saxophones for students. 


THE MARTIN BAND 
INSTRUMENT COMPANY 
Elkhart, Indiana 


OUR FIFTIETH YEAR 








Texas 
Technological 
College 


Department of Music 


Announces the Return 


of 





Roger Wagner 


Director 


TECH SUMMER 
CHOIR SCHOOL 


June 2-6, 1958 


Arrange now to take advantage 
of Mr. Wagner’s experience and 
give your students the inspiration 
of this memorable week under 
one of America’s greatest choral 
conductors. 


Write 


TEXAS TECH MUSIC DEPARTMENT 
Lubbock, Texas 


For Additional Information 
Hear the Texas Tech Choir under 


the direction of Dr. Gene Hemmle 
on the Ed Sullivan Show, April 13. 
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(Continued from page 4) 


A little of the ‘flavor’ of the 
Bizet suites, here is an excellent 
suite for the medium advanced 
high school band. Well written, it 
calls for good horn players, as well 
as other good players. Should have 
good audience appeal. About grade 


o. 


THE HAPPY SLAVES by Juan C. 
Arriaga, arranged by Gary L. 
Zwicky. Published by Fischer. 
Full Band $8.00; Symphonic Band 
$12.00. 

Written by a 13-year-old Spanish 
boy in 1819, this is a section of a 
little opera that was very popular 
at the time. The ‘‘flavor’’ of the 
Italian opera school of the time, it 
is somewhat like Rossini’s music, 
with an occasional likeness to Mo- 
zart. We found it delightful listen- 
ing. About grade 4. 


AT THE STEEPLE CHASE by 
Jesse L. Lasky, arranged by Wil- 
liam Rhoads. Published by Fischer. 
Full band $6.00; Symphonic band 
$9.00. 

For sentimental reasons, if for 
no other, this is an interesting num- 
ber in march style, and called ‘‘a 
characteristic.’’ Together with Sam 
Goldwin and Lewis B. Mayer, Jesse 
Lasky founded the great movie in- 
dustry as we know it, yet he was 
at heart a cornet player, with his 
greatest ambition (never realized) 
to be a member of Sousa’s Band! 
Dedicated to Al Wright and the Pur- 
due Bands, we think this is a very 
attractive number. 


WHEN YOU WISH UPON A STAR 
from Walt Disney’s ‘‘Pinocchio’’ by 


(Continued on page 16) 











PUBLICATIONS OF 
ALL PUBLISHERS 
Save Time and Expense — Send your Order to 


(Continued from page 2) 


Among the highlights of the program 
will be the traditional Conference 
Breakfast on Sunday morning at which 
Stanley Chapple, director, school of 
music, University of Washington will 
address the conference on the theme: 
“Teaching Is An Art.” Music for the 
breakfast will be furnished by Howard 
Swan’s Occidental College Choir. 

A performance of the opera “The 
Bartered Bride” will be presented at 
evening. 

Saturday morning will feature a 
“Concert For Youth” by the Los An- 
geles Philharmonic Orchestra. Saturday 
evening will be given over to the host 
night presentation of the Los Angeles 
City Schools. 








Sunday evening will feature a con- 
cert by the Southern California High 
School Band, Orchestra and Chorus. 
Conductors for the evening are Clar- 
ence Sawhill, Lee Chrisman, Nick Fur- 
janick, Howard Hanson, and Charles 
Hirt. 

Monday evening’s program is a con- 
cert by the Western Division Junior 
College Choir. Since the junior college 
movement is particularly strong in the 
West the all-junior college feature is 
a typically Western touch. Royal Stan- 
ton, Long Beach, is organizer of the 
group. Conductor will be Bob Zimmer- 
man, Portland, Ore 





FOR SENIOR BAND CONCERTS (Grade B) Price Code 
(Condensed Scores Only) 
PHILLIPS—John Peel, Suite (on Old English Tune) H 
HJELLEMO—Slatt, Norwegian Polka Rhapsody D 
CARDEW, arr. JARMAN—Scherzo, for Bb Clarinet Solo & Band H 
FOR JUNIOR BANDS (Grade C & D) 
(Full and Condensed Scores) 
DONATO—Cowboy Reverie Cc 
FINLAYSON—Little Prelude (condensed score only) B 
GRUNDMAN—Interval Town D 
Little Suite for Band D 
Music for a Carnival D 
Holiday D 
SKORNICA/KOEBNER—Serenade Cc 
FOR THE MARCHING BAND (Grade C) Price 
(Condensed Scores Only) 

7 FRANGKISER—Cloudbusters $1.75 
HURST, arr. LANG—South Pier Sea Step 1.75 
MERETTA—Festival Day 1.75 
WHITNEY—Valley Forge 1.75 
Just Published! A New Simplified Version for C and D Grades. The Hit 
March from the movie “The Bridge on the River Kwai.” 

COLONEL BOGEY—Alford/Barnes 1.75 
Miniature conductor scores for the above, available on request 
Request Latest Catalog and Band Presentation from 
BOOSEY and HAWKES, INC., P. O. Box 418, Lynbrook, L.I., NY 
In Canada: 209 Victoria St., Toronto, Ont. 
anieaeiine 















Also SHEET MUSIC 
for ALL INSTRUMENTS 


BAND and CHORUS 
MUSIC @ METHODS 
and COLLECTIONS, 


and VOICE 


BROOK-MAYS MUSIC CO. 


1005 ELM ST. -« 
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Pro fess tona 


AMARILLO 
MORRIS. Mrs. Elizabeth, Teacher of Piano 
an¢ Theory Accredited by the State Educ- 


ition Agenc 3504 S. Polk St., Phone DR 
2- 1680 


AUSTIN 


ALLISON, Irl. President, National Guild of 
Piano Teachers, Inc.; American College 
Musicians; and National Fraternity of Student 


Musicians. Sponsorship of the National Piano 
Playing Auditions. Address: Box 1113. 


BIGGERS, Mrs. J.4. - Progressive Series: 
Piano and Theory. 4907 Bumet Road. 


LANDRUM, Miriam Gordon - Texas School 
of Fine Arts, 200 West 19th St. 


BEAUMONT 


HARNED, Jewell - Teacher of Piano and 
Harmony. 2209 Calder. 


KASZYNSKI, Hubert B., Associate professor 
of Music, Head of Piano Department., Lact 
State College of Technology. 


KENT STUDIOS - Alice Kent, Violin; Rachel 
Kent, Piano, 2310 Calder. 


MILAM, Lena - B.S., M.M., Mus. D., Author 
of Series of Music Work Texts; Teacher of 
Violin and Viola. 1693 Pennsylvania Ave. 


YOUNG, Mrs. J. H. - Teacher of Piano, 
3248 Brandon. 


WHITAKER, Anne-—Teacher of Piano. 
2575 North. 


BROWNWOOD 


BARTHOLOMEW, Mrs. E. C. - Teacher of 
Piano, Theory, Organ; Progressive Series 
of Piano; Organist, First Methodist Church= 
907 Center. 


HARLAN, H. Grady - D. Mus., Ph.D., Chair- 
man, Division of Fine Arts, Howard Payne 
College. 


DALLAS 


BORCHERS, Orville J. - Ph.D., Dean, School 
of Music, Souther Methodist University. 


COBB, Hazel - Piano - Teaching Methods 
3521 Comell Sve. 


O'Reilly, Mrs. Pat — Teacher of Piano, 
807 Woodlawn Ave. 
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VAN KATWIJK, Paul - Professor of Piano 
4610 Wildwood Rd. 


DENTON 


OWSLEY, Stella, B.S., M.A., Mus.D. 

Dramatic Lyric Soprano - Teacher of Singing. 
Author of ‘Helpful Hints to Singers’ and ‘The 
Child Voice,’ Texas State College for Women. 


SCIONTI, Dr. Isabel - Concert Pianist, 
Teacher, 307 Normal Ave. 


FORT WORTH 


ACERS, Victor B. - Graduate, New Eng- 
land Conservatory; Past National Pre- 
sident, Composers and Authors Associ- 
ation of America; Teacher of Voice, 
Soloist, Composer and Song Leader, 
Music Director Riverside Church. 


TILLETT, Jeanette - Pianist, Teacher 
Director, Fort Worth Conservatory of 
Music; Faculty, Texas Christian Univ- 
ersity, 426 S. Henderson. 


WHITLOCK, E. Clyde - Faculty, Texas 
Christian University, ang Fort Worth 
Conservatory; Music Editor Fort Worth 
Star-Telegram; Director Texas Music 
Teacher Association. 426 S. Henderson. 


GALVESTON 


FRANZZO, Mrs. J.J., Teacher of Piano 
Musicianship and Theory. 3325 Ave. O 


HOUSTON 


OUR LADY OF THE LAKE COLLEGE - 
Sister Lucy Marie, Director Department of 
Music. 


WAG NER, Miriam Ulrich, Pianist- San An- 
tonio College, Phone PE2-4208. 


WARD, Ardis - B.M., M.M., Voice, Piano 
organ, Theory. 254 Montclair Ave., San 
Antonio Academy. 


PETRAITIS, Hazel Whitley, Teacher of 
Piano, 129 Wickes, Phone CA3-6950 


TYLER 


OVERLEESE SCHOOL OF MUSIC - Nina H. 
Overleese, Piano, Theory. 628 South Eois 
ad’ Arc. 

WACO 


SMITH, Mrs. Curtis C., Teacher of Pianc 
3109 Trice Ave. Phone 3-2053. 
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WICHITA FALLS Ir 


MAHAFFEY, = Albert H.-Voice, and 
Alta R., Piano, 2148 Avenue G. 


MASSACHUSETTS 


JOHNSON, Edna Cora- Teacher of Piano 


Theory, Harmony, 1396 Beacon St., Brook- 
line. 





DELTA OMICRON - National Professional 
Music Fraternity, Miss Roxie Beard Fetzold 
National President, R.F.D. 2, Newark Valley 
New York. 


MU PHI EPSILON, National Executive Office. 
Virginia Porter Fiser (Mrs. Van E.) National 
Executive Secretary-Treasurer. 1]39 NOTThH 
Ridgewood Drive, Whichita 14, Kansas. 


ee eee ee 


DALLAS MUSIC TEACHERS 
ASSOCIATION 





Mr. Walter Hendl, Musical Direc- 
tor of the Dallas Symphony Orches- 
tra, will again be in charge of the 
competition for instrumentalists 
which is sponsored each year by 
the Dallas Music Teachers Associa- 
tion. 

The competition is divided into 
three categories—piano, strings and 
wind instruments. 

Winners will perform with the 
Dallas Symphony Orchestra at the 
last Youth Concert of the season. 
The winner of the conducting con- 
test will also appear on the pro- 
gram. Gold cups will be awarded 
to the winning students. 

Three out-of-town musicians 
judge the preliminary auditions 
with Mr. Hendl as judge at the final 
auditions. 

Mrs. Susan Hamman Allen is 
president of the Dallas Association 
and Mrs. D. C. Tallichet serves as 
Chairman of the Dallas Symphony 
Youth Competition. 








PASSING IN REVIEW 


Leigh Harline. Arranged by Wal- 
ter Beeler. Published by Bourne, 
Inc. Full Band $7.00; Symphonic 
Band $10.50. 

One of the most delightful little 
things we have come across in 
some time, would go over especially 
well with the youngsters up to age 
of 80. Is complete with an attrac- 
tive clarinet cadenza. About grade 
4. 
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ATIONAL GUILD OF PIANO TEACHERS 


Irl Allison, President, Box 1113, Austin, Texas Grace White, Editor, 520 Fifth Ave., 






New York 


BACH IN LAS VEGAS 


One of the most 
the country is in 
the backdrop of 
lights. started here, as in 
many of the smaller towns, with one believer 
Myrill Struthers Rabb (Mrs. Deane Rabb) 
A former teacher in Tronto Conservatory and 
in Montclair, N. J Mrs Rabb 
feeling the 


sincere teaching efforts in 
Las Vegas, Nev., against 


*fone-armed bandits’’ and 


neon The Guild 


moved to Las 


Vegas, and need of help fron 


an outside source to establish her high stand- 


ard f teaching, she established her wn 






chapter of the Guild. As a result Bach and 


sonatinas are being heard where only blues 


singers and name bands were the rule before 


Now other teachers in the vicinity have 


joined, and a 
like the flowers 


flourishing 
of the desert 


chapter blooms 





RABB 


MyRILL STRUTHERS 
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HAPPY AUDITIONS are the RESULT of GOOD PREPARATION 


Vlutional Guild of Pane 


National Headquarters; 





in 1929 by Irl 


Box 1113, 


f oundead 


{llison 





= 


Austin. Texas 











LET US HELP YOU PLAN 


YOUR UNIFORMS 


Sketches, samples, information, 
prices are yours for the asking. Our 
expert representatives and design- 
ing department will be most happy 
to assist you ... . just call on us for 
this additional service from 
Sol Frank Uniforms, Inc. 


Library of Congress 


Serials 


SO 


Record Division 


Washington 25, D.C, 


he a unio... 


It’s Quality 
and 


Mptimanitp 
that count! 


You get them both in Band and 
Pep Squad Uniforms tailored by 
Sol Frank. Among uniforms in the 
school band field, they achieve 
the ultimate. For they represent 
the end-product of more than 
forty years of unexcelled uniform 
making. 


Here's why TEXAS MADE 


Why are they better? Well, simply because they are designed and 
created by Texans. Texans, whose skilled hands tailor fine fabrics 
with a mastery that assures the peak of perfection. Texans, who 
produce these uniforms right at your doorstep to guarantee you 
personalized service and delivery when promised. Texans, who 
tailor design, color, quality and fit into every stitch of your uni- 
forms. Texans, who are pardonably proud of more than forty 
years of customer satisfaction in serving the schools of Texas with 
America’s finest band uniforms for America’s finest bands. 


L FRAN IFORMS, INC. 


SAN 





ANTONIO 5, TEXAS 











